Arlington Conservation Commission 
Water Bodies Working Group 


Date: February 27, 2020 
Time; 6:30pm 

Location: First floor conference room, Town Hall Annex 
730 Massachusetts Ave, Arlington, MA 


Agenda 

1. Review 02/06/2020 meeting minutes 

2. Review draft Request for Quotes (RFQ) for the Reservoir Management Plan 

3. Discuss treatment contracts for Spy Pond, the Reservoir, and Hill's Pond 

4. Discuss public outreach and education opportunities 



